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NARA RG104, Entry 1, Box 118 


[Abstract:] Receipt for 1 steel gauge, & 1 mill holder. 723 


United States Mint, Philadelphia, Penn., 
September 26, 1879 


Received from the Supt. of the United States Mint at Philadelphia, One (1) Hardened 
Steel Gauge for marking the diameters of Beds & Punches used for cutting Gold Planchets & one 
(1) Mill holder for milling collars. 


J.W. Helffrich 
Asst. Coiner 
N.O. Mint 


